Useful tables from Unit 8 


The following tables are repeated here from Unit 8 as you may find them 
useful for when you are checking and comparing entries. 


Table 2: Results from the baseline test, with marginal totals 





Reading age as compared 
to chronological age 


Not higher Higher Total 








Analytic phonics 69 39 108 
Analytic phonics + PA 43 35 78 
Synthetic phonics 76 41 117 
Total 188 115 303 





Table 3: Results from the first follow-up test 





Reading age as compared 
to chronological age 


Not higher Higher Total 








Analytic phonics 68 36 104 
Analytic phonics + PA 51 24 75 
Synthetic phonics 35 78 113 
Total 154 138 292 





Table 12: Results from the second follow-up test 





Reading age as compared 
to chronological age 


Not higher Higher Total 





Analytic phonics 19 78 97 
Analytic phonics + PA 11 55 66 
Synthetic phonics 15 90 105 


Total 45 223 268 


